PME RESEARCH LABORATORY, JULY 1980 


PROJECT 

TITLE 


PRODUCT RESEARCH 

PERIOD 

COVERED' 


JULY 1980 

WRITTEN 

BY 

; 

Y. GENOUD 


CAPILLARY GAS CHROMATOGRAPHY (EC) 2 


- Fused Silica Capillary Columns (FSCC) 

Work has been continued towards developing a method for 
coating of FSCC. Problems associated with the modification 
of the quartz surface are partly solved. Hydrofluoric acid 
treatment of FSCC followed by a Carbowax 2GM: deactivation 
looks promising. 


- Triacetin Analysis 

At the request of QC (1) 13 ESTROBOND B samples and 5CA filters 
were analyzed for GPD (glycerol-propionate-diacettate) by 
(GC) 2 (2). 


- Miscellaneous 


13th' International Symposium' on Chromatography, Cannes, June 
30 - July 4, 1980. The symposium was attended by over 1300 
specialists from 30 countries. Approximately 50 technical 
papers on various aspects of chromatography were presented. 
Topics emphasized: fused silica capillary columns, (0G)2 and 
sampling techniques. 

Abstracts of the papers are available to interested scientists. 


REFERENCES 

(1) Memo of A. Widmer to Y. Genoud, July 17, 1980. 

(2) Memo of Y. Genoud to A. Widmer, July 25, 1980. 

3 

Y. Genoud 


- 2 - 


Source: https://www.industrydocuments.ucsf.edu/docs/sqml0000 


|000143378 




